
PHILIP MORRIS 

USA INC. 

OPERATIONS CENTER: 615 MAURY STREET. VIRGINIA 23224 TELEPHONE (804) 274.5207 


December 9, 2003 


Via DHL Overnight 
Mr. Jeffrey C. Milhone 
Covance Laboratories Inc. 

3301 Kinsman Boulevard 
Madison, Wisconsin 53704 

Re: Project Agreement Number 17 between Covance Laboratories Inc. and Philip Morris 
USA Inc. 


Enclosed for your file is one fully signed original of the above referenced Agi'eement. 
Please call me if you have any questions. 


Very truly yours. 



I. Bristow Venable-Waple 
Sr. Analyst, Programs and Planning 
Worldwide Scientific Affairs 


MBV-W/aw 


Enclosure 

cc: 


PM3006536805 


Source: https://www.industrydocuments.ucsf.edu/docs/lxfj0001 



